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SUBJECT: AF-EUR LABOR ATTACHE CONFERENCE 
REF: STATE 63024 

1 . WE WELCOME REFTEL ANNOUNCING PRELIMINARY PLANS FOR 
LABOR ATTACHE CONFERENCE IN TUNIS MAY 3-8, AND HOPE 
THAT IF IT MATERIALIZES THIS POST’S LABOR REPORTING OFFICER 
WILL BE INVITED TO ATTEND. 

2. WE ARE A SMALL POST, WITH OTHER TRAVEL PLANS TO SCHEDULE, 
AND WOULD THEREFORE APPRECIATE EARLIEST POSSIBLE INDICATION 
OF WHETHER CONFERENCE IS TO BE HELD AND WHO IS TO BE INVITED. 
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